TOWN OF ARLINGTON 


Dimensional and Parking Information 
for Application to 
The Arlington Redevelopment Board Docket No. 


Property Location / v- ~O MAA GP SPLLG Zoning District fe m, 


Owner: SY Lid CEVELOP nly £20 Address: HOF Aid SSHMNT IMO, STE. ¥% 
CAMM (LILLE, M9 O2/ $0 


Present Use/Occupancy: No. of Dwelling Units: Uses and their gross square Steet: 
6 Atv -CONMYUMRDNE LELLG ML Kn tent 7. AOS. FOS 
Proposed Use/Occupancy: No. of Dwelling Units: Uses and their gross square feet: 
4 Obyaelye - OCC PEL fFESOLCES _ AAI SF 
Min. or Max. 
Present Proposed Required by Zoning 
Conditions Conditions for Proposed Use 
Lot Size PIAL SF | 7, FAKSF | isin, C, OCOSK 
Frontage SoF7- SOf7- min, GOAT 
Floor Area Ratio . 7o2 a7 max. * 35 
Lot Coverage (%), where applicable a CG % a ? ~o max. J S% 
Lot Area per Dwelling Unit (square feet) GIO al GIS CIE min. 
Front Yard Depth (feet) S2.8/7F | A S. 3-7 min, &OAZ— 
Side Yard Width (feet) right side 3.477 | 3.0°7 
left side 7: BET 9. ESF 
Rear Yard Depth (feet) 70. WY 7 GS. a 
Height min. 
Stories of, 5 2.57 siotieg. nO. 
Feet 34. LF) 33.GA7- tet SSAF 
Open Space (% of G.F.A.) min. 
Landscaped (square feet) ae? 3S 20 90,079 i ve 
Usable (oquar fot 2376 S| Ei 
Parking Spaces (No.) G r min. 
Parking Area Setbacks (feet), where applicable min. 
Loading Spaces (No.) min. 
Type of Construction FRE frOTFCIZD Wood) FOIE 
Distance to Nearest Building min. 


5 Updated August 28, 2018 


TOWN OF ARLINGTON 
pen Space / Gross Floor Area Information 


Refer to Section 2: Definitions, and Section 5: District Regulations in the Zoning Bylaw of the Town of 
Arlington before completing this form. 


Address: /f’ ~2O LE cK Zoning District: Ree 

OPEN SPACE* EXISTING PROPOSED 

Total lot area Pea EF SF A TAF SK 
Open Space, Usable Ss 25 “6 SF 
Open Space, Landscaped PAA.3IS SF 2,070. OP SK 


| * Refer to the Definitions in Section 2 of the Zoning Bylaw. 


GROSS FLOOR AREA (GFA) + 
| Accessory Building Z, bal S.67 SS & 


‘Basement or Cellar (meeting the definition of Story, 


excluding mechanical use areas) 1 963 OE SS ARAB SK 
1" Floor 4, OSP.7PISF 2 A2AD SF 
24 Floor 1 9S6. 0354 A, AAA SF 
3" Floor 

: 4" Floor ears Sapenens 
5" Floor emaery 


Attic (greater than 7’-0” in height, excluding 


elevator machinery; or mechanical equipment) 4A Fa ?- 3 a Yad Ll Sf 


‘Parking garages (except as used for accessory 


parking or off-street loading purposes) on 

‘All weather habitable porches and balconies : 

Total Gross Floor Area (GFA) DCSE SIM DIAS SF 
—4=—5 eae pe Tee 

+ Refer to Definition of Gross Floor Area in Section 2 and Section 5 of the Zoning Bylaw. 

REQUIRED MINIMUM OPEN SPACE AREA 

‘Landscaped Open Space (Sq. Ft.) Ve 7, 3S. x 20 20.O07S 

i Sp 

Landscaped Open Space (% of GFA) 9.S% 26.°% 

Usable Open Space (Sq. Ft.) a 2376.57 Yad 

Usable Open Space (% of GFA) & 3 © 5% 


This worksheet applies to plans dated designed by 


‘Reviewed with Building Inspector: Date: 


